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Guest Services, Inc. 


DD/A Registry, 


Vice President's Office 


May 24, 1985 


Mr. Harry E. Fitzwater 
Deputy Director for Administration 
Central Intelligence Agency 
Washington, D.C. 20505 

Dear Mr. Fitzwater: 

Thank you for your letter of May 20. We will proceed with the 
method for screening the beverage counter that you indicated you 
prefer. Our first step is to develop more complete specifica- 
tions and to seek estimates of construction costs. If those 
costs as projected are excessive for the short lifespan contem- 
plated before the facility is remodeled, I will get back to you 
with that information. Otherwise you can assume that we will 
pursue funding of the remodeling with the General Services 
Administration contract equipment reserve fund and will construct 
and install tlje sliding doors as soon as possible. 



Logan Uowier 
l^fce President 

cc: S. J. DiMeglio 
H. E. Jackson 


3055 Prosperity Avenue • Fairfax, Virginia 22031-2290 • (703) 849-9300 
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Central IntettgprcAgpncy 



Mfata0on.ac.2OSOS 


2 C MAY 1986 ? 5 


Mr. H. Logan Dowler 
Vice President, Operations Group 
Guest Services, Incorporated 
3055 Prosperity Avenue 
Fairfax, Virginia 22031-2290 

Dear MrfprffLer: 

Thank you for sending the two suggestions for screening 
the supplies stored under the beverage counter at the South 
Cafeteria. Of the two methods, the sliding door seems the 
more practical solution because it will allow the counter 
person to clear and serve the items from behind the counter. 

As you and Mr. DiMeglio are aware, we plan an extensive 
renovation of the serving area within two years. If the 
cost estimates for this concealment become excessive for a 
short useful life, I recommend that the idea be tabled. 

Sincerely, 

/s/ Harry 


Harry E. Fitzwater 
Deputy Director 
for 

Administration 
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Guest Services, 


Vice President's Office 

April 29, 1985 


Mr. Harry Fitzwater 
Deputy Director for Administration 
Central Intelligence Agency 
Washington, D. C. 20505 

Dear Mr. Fi tzwater : 

I am writing to you on behalf of Mr. DiMeglio who is out of town 
for several days. In a recent meeting you and he discussed 
devising a means of screening from customer view, the "under" and 
behind-the counter equipment and supplies of the center beverage 
island of the south serving square. We have engaged Cini Grissom 
Associates (CGA) to conceptually give us solutions to the 
problem. They have suggested two means of proceeding, one is to 
simply enclose the rear of all the counters with cabinet doors, 
adding storage shelves inside the cabinets as necessary; the 
second is to construct a visual barrier 38" nigh attached to the 
counter top, essentially behind most of the countertop equipment. 
Both ideas obviously have advantages and disadvantages. If you 
can give us your opinion on the way you would like to proceed, we 
will then finalize designs and seek approval to design, fund, and 
build from the General Services Administration. 

If I or others on my staff can answer any questions concerning 
the design ideas and the project, please call me. 



H'. Logan Dowler 
Vice President 
Operations Group 


3055 Prosperity Avenue • Fairfax, Virginia 22031-2290 • (703) 849-9300 
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